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Abrasive wheels, bonded 
Acid resistant glass 
Adhesives: 
Phenolic glue 
Polishing-wheel cement 
Rubber-to-metal 
Rubber cement 


Air conditioning: 
Aids precision 
Multi-room 
Air sterilizer 
Air travel growth 
Airplane loader 
Alcohol, sweet-potato. 
Alloys, strong 
Aluminum: 
Alloy in breather caps 


Coil insulation 

Collet chuck 

Color: 
Detectives 
Dynami 


Compar lining 

Competition and new industries 
Compressed air purifier 
Compressibility, beating 
Construction, post-war employment 
Contacts sorted electronically 
Containers, weather-proof. . 
Coolant cooling 

Coolant separator 

Copper man, cold-room tests 


Cornerstones, aid industrial construction .. 


Couplings, rubber 


Lights, non-flickering 


— a 


Pantene roe parts 
Fractionation speeded 
Freezer, assembly-line 
Freight cars, aluminum 


Jet-propulsion laboratory 
Possibilities, railroad 
Tablets 


Furnaces, salt bath 
Furs, better 


Gage blocks 


: Gage fingers 

1 Crown gall, chemically controlled Gas generator 

Freight cars 288 Custom built automobiles Gas purifier 
Plating. Cut-outs, ready-pasted Gear cutting machine 
Stretching 108 Glass: 

Ammonia, post-war demand Acid resistant 

Anniversary Features: Insulating, qualities demonstrated 
History of: Insulation 
Multi-use 
Plating on 
Post-war.... 

Gloves, bailer’s 

p sar re jack-of-all-trades 
O} * 

Die blocks, wooden Taght work 

Die holder, making. Moisture free 

Die-less duplicating. Government and research 

Dies, zinc-alloy Grinder: 

Dining cars, post-war 

Automobiles: Dip tanks 
Custom built Dolly, handling long objects 
Engine improvements Drawing compound, metal 
Engineering thinking Drawing wire 
Engineers’ thoughts on Drills: 
Steering, power 
Tomorrow’s vehicles 
Transmissons 88, 20 Drinkine cups, plastics 

Aviation: Dust collector 
Cargo plane, “‘Packet”’ i 
Chemistry and 
Electronic devices for 
Engineering co-operation 
Fuels, improving 
Low-priced planes 
Magnesium wings 


Chemistry Design, funnyism 
Engineering Diameter measurements 
Diamond: 


Railroads 


Gun barrels, straightened 
Gun covers 
Gypsum, post-war 


Handsaw retoother 
Hardness test checking set 
Hauling, specialized 
Heat: 
Electrical, for homes 
Exchangers 


Metals in the air 

Planes and trains. 

Produce by air 

Propeller icing 

Propellers, reversible 
Research gave mankind wings 
Rubber used in 


Education: 


Industrial scientists 
Electricity on the farm 
Electrogalvanizing 
Electronics: 

Aids to research 


Radiant: 
- In the home 
Outdoor pavements 
Resistance, plastics formulation 
Salvaging 
Sealing 
Transfer 


Aviation uses of. Heat treatment: , 

Beef aging speeded a currents in 

Camera shutter ~~ Ms = 

Casting... eae rch in 

Cloud ceiling nn 

oa radaede 

Engineered History, industrial: See Anniversary Features 

Flaw detector Hole punching, horizontal. . . 
i i Home workshops 

Fractionation speeded by Hot : hi 

Furnace control Hot — machine 

Houses, tomorrow’s 

Hydraulic foot pump 


Seaplane dock 
Sandardized plane parts.... 


Baking, infra-red 
Battery charger 
Bearings: 


a g 
Industral anti-friction Heaters, radio interference from 


Heating, power concentration for 
In railroading 
Induction heater 


Bells, silicon-bronze 
Blackening metals 

Boiler water, importance of 
Bottle seals, sterile indicating 
Box car, aluminum exterior 
Brake drums, salvaging 
Brush, power 

Butadiene tackiness 


Industrial applications of 


Insulating glass qualities demonstrated. . 


Light measurement 
Metals by 

Mica testing 
Mining control units 
Oscillograph 


Identification stamps 
ae machine 


Punch press finger guard 


Injection molding 
Stencil control 


Inks, steam-set 
Insulation: 


Protecting 
Carbon: 

Chimney pipes 

Plating, speeded 


Carrier current communication system.... 


Cellophane: 
Grease-proof 
Tight-spot 
Cellulose pellets clean engines 
Cemented carbide dies 
Center punch 
Chemistry: 
Gasoline and 
Metals of the future 
Partners in production. 
Research, basic 


Coal: 
By-products 
Fuel economies 
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Wire tester 
Electroplater, portable 
Elevator, telescopic 
Engineering: 
Metals and alloys backbone of 
Partners in production 
Production control 
Engineers and sales 
Engines: 


Diesel, new.... 

Supercharged bus... 
Explosion-proof motor 
Eyes, artificial 


Farm wastes, uses for 
Fastening, soft metal 
Fat salvage 

Felt manufacture 


Flame-cutting, multiple 
Floor surface, safety 
Fluorescent: 

Fixture 





Cellophane in 
Coil 


Labor draft problems 
seoees strips 


ees: 9 


Lightning, benefits of 


Locomotives: 


Modernization 
Trackside servicing. 


Turbo-electric power 





Lubricants, industrial and automotive.. 121, 181 
Lubrication, aircraft 354 


Machine speeds, electric indicator for 
Magnesium: 


Wings 
Management, research and 
Markers, crate and box 
Masking stickers. 
Match box, new safe’ ety 
Materials handling, angle rails for 
Materials testing 
Measurements: 


Metal rolling processes, new 
Metals in industry: 
Backbone of engineering 
Better, through research 
By electronics 
Corrosion resisting 
Critical, post-war production 
Degreaser 
Heating, research in. . 
In aviation 
Of the future 
Plastics pius 
Precious, recovery 
Railroad uses of 
Synthetic coated 
Microradiography .. 
Microwaves 


Show the way 

Transparent industrial 
Molding: 

Continuous 


ress 

Molds, gold-plated 
otors: 
Minimum maintenance 
Timing... . 


Nickel alloys 
Nylon applications 


Odors, combatting 
Oils: 


Aircraft engine lubricants 
Hydraulic control, industrial 
Paper containers for 


Pe. FR electronic 
Oxygen cylinders 


Packaging: 
Battle rations 
Food 


ounen 
Synthetic salt cake for 
Water-proof 

Parts protection 


Photographing the unseen 
Picking sticks, bonded wood 
Plasma, substitute 
Plastics: 

Aviation uses of 

Coat for spark plugs 


ispen 
Drafting instruments 
Drinking cups 

Dyed 

Eyes, artificial 

Film, tough 

Flame spraying. ... 


Heat resistance in. . 
Helicopter cabins 

Jigs, speed carbon eee 
Leather-like . 

Metals plus. . 

Models 





Steam generator for presses 
Warning on 
Weldin 


g. 
Plate rectifiers . 


glass 

Plastics, metal plating 

Polarizers, synthetic 
Polishing lathe 
Polishing-wheei cement 

enamel, electrostatic sprayed. . 

fee exchange 
Preheater, bus 


Pressure gage ow = welded 
Pressure regulator 
Produce by air 
Production: 
American theory of 


Hydraulic control for 
Protection, industrial 


—Q—- 


Quartz crystals, stable 


Radio, two-way. 


Radius brake 
Railroads: 


Chemistry serves the 
Electronics in railroading . 


Maintenance costs 


Planes and trains 
Pullman cars, new 
Research by the 
Wheels, action of 
Rayon, new fields for 
Records, thin sound 
Refrigerator barges 


Remote machine control................ 


Research: 


Better metals through................ 


Chemistry in industry 
Control, machine 
Electronic aids to 


Government and 
Management and 
Manufacturing and 
Metal heating 
Opens the door, Kettering 
Plastics, products of 
Railways roll on 
University, advantages for industry 
Rheostats 
Riveter, alligator-jawed 
Rockets: 
Assisted take-offs 
In the future 
Post-war flights 
Roller table top 
Rubber: 
Airplane uses of 
Couplings 


Comprehensive education 
Youth and age, place of 


ensue dock 
Sheaves, plastics faced . 
Shop practice, weepey production cos’ 


Shrinkage control. . 
Silicon, abundant 
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ge? gpm 


Stamp coud fe. eocccee 
teel: . 





Surface plates, granite. ... 
Sweet-potato alcoho! 
Switch: 


Temperature limit 
Synthetic: 
Chlorinated rubber 
Coated metals... 
Compar, uses of “s 
Polarizers 


Thiokol powder 
Tires, better 


Taxc 
Taxes curb industrial development 
Technological eras 
Television: 

Engineer’s view of 

Large screen 

Projection 
Temperature limit switch............... 
Testing: 

Materials 

Oil 


Thiophene, cheaper 
Thread: 
Desi 


Special production 
Torquemeter, machine 
Torque wrench, use of 
Trackside servicing 
Tractors, greater use of................. 
Transformers: 
Continucus variable voltage 
Power-circuit 
Transmission rings, plastics 
“Tree of Life’, yields industrial materials. 


Specialized hauling 
Trusses, welded 
Tube finisher. . 
Turbine locomotive 
Turbo-electric power 


— oe 


Ultra-violet rays, absorbed : 
University research, advantages for industry 


san dicen 


Vaporizer 
Visual standards, post-war jobs 
Vitamin-A source 


War equipment, storing 
Water pump 

Water purification 
Weather-proof containers 
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